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Message Text 

CONFIDENTIAL 

PAGE 01 ABIDJA 05560 021537Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO FBO-02 /018W 

02223 1Z 037913/65 

R021425Z JUN 77 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 3770 
INFO AMEMBASSY DAKAR 
AMEMBASSY NAIROBI 

CONFIDENTIAL ABIDJAN 5560 

DEPT FOR A/SY/OPS/T 

DAKAR FOR PSO 

NAIROBI FOR OIC/RTC FROM OIC/TSO 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJ: ACR-NOB DAKAR 

REF: STATE 099582 

1 . EACH FAN-COIL UNIT IN ACR PARENT ROOM (309) 

IS RATED 600CFM AND IS EQUIPED WITH A THREE SPEED FAN 
MOTOR. ALSO APPROXIMATELY 200 CFM OF CONDITIONED MAKE-UP 
AIR ENTERS THE ROOM. A THREE SPEED EXHAUST FAN RATED 
1200CFM IS TO BE INSTALLED IN THE CEILING/ROOF SLAB AS 
PART OF NOB CONSTRUCTION. 

2. SINCE ONLY ONE EACH INLET AND OUTLET ARE PROVIEED 

WITH THE SHELDAHL ACR A WYE DUCT ARRANGEMENT WOULD BE NEEDED 
TO CONNECT BOTH FANCOIL UNITS. TO THE ACR TO ACHIEVE 
THE DESIRED 750 CFM FLOW. I PROPOSE TO ELIMINATED ALL 
DUCTS AND USE ONE OR TWO BOOSTER FANS COUPLED DIRECTLY 
TO THE SILENCER PANELS TO CIRCULATE PARENT ROOM 
CONFIDENTIAL 
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AIR THRU THE ACR. 

3. THE CEILING EXHAUST FAN FLOW TO BE REDUCED TO A 
REASONABLE LEVEL OR THE FAN TURNED OFF. STEARNS 
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